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SUBJECT: NEW YORK TIMES REPORT ON PAKISTANI NUCLEAR 
PLANT 

1 . NEW YORK TIMES PARIS BUREAU HAS FILED EXCLUSIVE 
STORY THAT FOREIGN MINISTER DE GUIRINGAUD 
INFORMED THE SECRETARY THAT THE FRENCH ARE HOLDING UP 
BLUEPRINTS ON EQUIPMENT FOR PAKISTANI NUCLEAR REPROCES- 
SING PLANT. DEPARTMENT SPOKESMAN IS DENYING THAT 
FOREIGN MINISTER PROVIDED SUCH INFORMATION TO THE 
SECRETARY. 

2. DEPARTMENT SHOULD INFORM PAKISTANI EMBASSY. AND 
EMBASSY ISLAMABAD SHOULD INFORM GOP OF FOREGOING, 

BEING CAREFUL TO ADHERE STRICTLY TO LANGUAGE OF 
DEPARTMENT SPOKESMAN'S DENIAL. DEPARTMENT SHOULD TAKE 
SAME LINE IN RESPONSE TO PRESS QUERIES. 
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